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Message Text 


UNCLASSIFIED 

PAGE 01 MUSCAT 00744 130949Z 
11 

ACTION NEA-10 

INFO OCT-01 ISO-OO EB-06 RSC-01 /018W 

088578 

P R 130655Z NOV 74 
FM AMEMBASSY MUSCAT 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 619 

UNCLAS MUSCAT 744 

E.O. 11652: N/A 
TAGS: BDIS, MU 

SUBJECT: TRAWE COMPLAINT - MEDICAL SUPPLIES 
REF: USDOC 16483; MUSCAT 619 (NOTAL) 

1. MINHEALTH EXECUTIVE ENGINEER CLARKE REPORTS HE HAS 
STILL NOT RECEIVED ESSENTIAL SPARES DESPITE REQUESTED 
AIRFREIGHT SHIPMENT AND RELEASE FOR SHIPMENT OCTOBER 12 
REPORTED USDOC REFTEL. REQUEST URGENTLY ETA, METHOD OF 
SHIPMENT AND B/L INFORMATION. 

2. WHILE AMOUNTS INVOLVED THIS COMPLAINT NOT SIGNIFICANT, 
ITEMS VITALLY IMPORTANT FROM MEDICAL STANDPOINT. FURTHER 
MORE, EFFORT IN RESOLVING THIS PROBLEM OFFERS SUBSTANTIAL 
RETURN IN POSSIBLE FURTHER ORDERS U.S. EQUIPMENT. 

THEREFORE URGE EXPEDITIOUS HANDLING. 

WOLLE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 NOV 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MUSCAT00744 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740326-0982 
From: MUSCAT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 974/newtext/tl 9741 147/aaaabnxr. tel 

Line Count: 43 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: USDOC 16483; MUSCAT 619 (NOTAL) 

Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 OCT 2002 by maustmo; APPROVED <31 -Oct-2002 by golinofr> 

Review Markings: 
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US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TRAWE COMPLAINT - MEDICAL SUPPLIES 
TAGS: BDIS, MU 
To: COM 
Type: TE 
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